B.  ARCHITECTURAL DATA

1.  EXISTING CONDITIONS

This section will include a verbal and graphic descriptic
of the surfaces and foundations of all three buildings. Investigatior
were through visual observations with no physical alteration or remove
of layers.

The buildings being described will include: 1) The Women's Jail, ;
the U.S. Commissioner ' s Court, and 3) the U.S. Commissioner'
Residence. These buildings represent the three main structure
remaining in the northwest quadrant of the Old Chisana Town site.

At this time no stabilization or other emergency measures have bee
taken to insure the preservation of these buildings. For furthe
documentation of these structures refer to the included photographs.

a.  Women's Jail
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1)  Roof

Originally    it   was    a   sod    roof   on   3-4    inch    splJ

log ceiling planks. A board and batten roof was placed over the sod c
one time but has deteriorated almost completely. Exposed roofir
members have deteriorated and show considerable decay. From underneat
the ceiling members appear to be in good condition. One section on t\
south side has collapsed due to rotted wood and snow loads. Tt
condition and extent of decay on each of the roofing members needs t
be determined at the time of treatment. All ceiling planks over tl
porch are very decayed.

The super structure of the roof ridge beam and plate logs appear to t
in good condition with little deterioration. Butting poles on boi
eaves are rotted and missing in places.

2)      Walls,   Doors   and  Windows
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inches in diameter and hewn flat on the inside.

Porch storage room walls heavily weathered.   No treatment visible
Support posts are loose and showing signs of weathering.

27n the Chisana area increased. Lou Anderton, a guide in the
